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A.  Charlton.  M. '  .H.  Grove  Ledge, 

now  Lav? , 

Co.  Durham. 

Aoril  13th. 

* 

Annual  Report  of  the  Medical  1 f f icer  of  Health ,19^ 3* 

An  a  result  »  :*  the  os ntinuanoo  of  the  war  the  usual  report 
has  been  suspended  and  no  reference  con  be  made  as  to  populate  n 
figures,  etc.  fi r  security  reasons.  Records,  However,  have  been 
preserved. 

During  the  year  there  was  no  cm J*  r  prt  blen  affecting  the 
Public  'With  of  the  Community,  Diphtheria  Ismunisatit n  vas 
proceeded  with  an  at  the  end  - f  the  year  A60  children  had 

been  treated. 

"ho  water  supply  in  s<no  parts  of  the  town  has  been  reported 
t<  be  insufficient  and  represents  tit na  made  t<  the  appropriate 

auth< rity. 

N«  return  under  Parts  1  and  Vlll  of  the  Factories  Act,  1937, 

is  necessary. 

Signed.  A.  Charlt< n. 
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